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1000 SCF = 0.322 x 10^ Btu (gross heat of combustion)

Figure 36 Projected costs of hydrogen production by various processes,
in plants producing 100 million standard cubic feet per day, at a
mldcontinent location (Cornell, et lal., 1977), Numbers represent 1980
dollars per thousand standard cubic feet (0.322 million Btu gross heat
of combustion).